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“REGULATION MADE UNDER THE 
_ ENVIRONMENTAL | PROTECTION pata 


? ace ea oF worcrPAt WASTE — 
PART J 


‘GENERAL 


1 (1). In this Regulation, 


"blue box. waste" means. municipal waste that consists eter on 
waste -in one or “more oe the ategoee se set out in SE 
a3 are, 


"leat. ‘and yard waste" oe Gdate iGonstat ing of natural 
: (Christmas trees» and other plant materials; 


"Northern ‘Onterion ‘means. ine tereieorial Gicericts ‘of a liGomeet 
Cochrane, Kenora, Manitoulin, Nipissing, Parry Sound, Rainy . 
River, “Sudbury, Thunder Bay and pear yea toh ae the Regional 
Municipality he EES, 


"Southern ontario" means. the parts of Ontario other than Northern -* 
Ontario. 


a (2) The definition of tmunicipal - waste" in. peqdlavion 347: of 
the- Revised Regulations of eee 1990. Bd ee to ‘this 
Regulation. . 


322(1). If ae ‘local meniet vali eye is a: Rother . 

municipality, that other municipality shall co-operate with the ‘ 
ocak municipality as necessary to enable the local municipality - 

~to. fulfil pane obligations it may have under this Regulation. 


ye (2) skinas local municipality. is. within pporher municipality 
and the local municipality lacks the capacity to fulfil its 
. obligations, or. any part of its obligations,. under this 
} Regulation, that other municipality shall do whatever it. has the 
capacity to do to enable ane tocar municipality to- fulfil its 
Obligat tone: 


2 


3. A person who is required under this Regulation to submit . 
a report to the Director shall prepare the report ona form: ~ 
provided by the Ministry or in the same format as such a form. 


4.-(1) The standards, procedures and requireménts set out in 
this Regulation do not apply to the extent that terms and 
conditions set out in a certificate of approval or a provisional 
certificate of approval issued under section 39 of the EAE eee 
different Standards, procedures or see berats ett ety 


(PA) Subsection (1) applies only with respect Cony 


(a) a certificate. of ‘approval issued after this 
Regulation comes into force; and 


(b) terms and eh tahoe. of a eertifzeate of approval 
added to the certificate of approval. after pe 
eee CSS comes into force. ; 


S22 {1 )o-The following waste disposal’ sites are esuenale from 
Part V of the.Act and this Regulation other than. subsection €2i)us 


1. A waste disposal site that, but for the exemption 
in this section, would be a municipal waste 
recycling site to which Part IV applies and that is 
‘located. at a Manufacturing establishment that uses 
all the output, Cees Roe residues, of the site. 


2. A waste disposal site Chat but for the exemption 
in this section, would be a municipal waste © 
recycling depot to which Part III applies and that 
has.a total waste storage capacity ‘OF. less than 200° 
cubic “Metres. 


(2) Each pers bee and owner of a site peter ees toeun 
‘paragraph 2 of subsection (1) shall -ensure that all the waste at 
ens site is ENENS at least eau cus, days. 


6.7 (1)A waste management system is exempt from sections 27 
and 41 of the Act if the system’s only function is to collect or’ 
accept waste described in subsection (2) and transport it toa 
municipal: waste recycling site as defined in Part IV. 

(2) The waste referred to in subsection (1) is waste that 
consists solely of waste from one or more of the categories set 
out in Schedule 1 or 2 and that either, 


(a) has been separated from other kinds (Of waste at the 
source of the waste; or 


‘(b) comes froma waste disposal site. 


Tec (h)- 


PART ‘Ae 
SYSTEMS REQUIRED IN MUNICIPALITIES 


Blue box waste management systems 


‘A local municipality that has a population of at 


least 5,000 shall establish, operate and maintain a blue box 
waste management system if the municipality is served by a waste 
Management system owned by or operated by or for the municipality 
that collects municipal waste or accepts such waste from the 
public at a waste disposal site. 


(2) The blue box waste management system must include, 


(a) if the waste management system that serves the 


(b) 


CIE 


(d) 


(e) 


(f£) 


(g) 


municipality collects municipal waste directly from 
the sources of the waste, the collection, directly 
from those sources, of the source separated blue 
box waste described in subsection (3); 


the acceptance, wherever municipal waste is 
accepted? from the public,, ofthe) source separated 
blue box waste described in subsection (3); 


measures to ensure that only blue box waste or 
waste set out in Schedule Cis collected Or. 
accepted; 


the transportation of the waste that is collected 
or accepted to a municipal waste recycling site as. 
defined in Part IV, to a user of the waste, toa 
distributor who distributes such waste to users, or 
to a waste disposal site; 


the provision of a municipal waste recycling site 


as defined in Part IV or the services of sucha 


site to process all the categories of waste 
collected or accepted; 


reasonable efforts to ensure that the waste 
collected or accepted is processed and used; 


the provision of information to users and potential 
users of the blue box waste management system, 


(id) describing the performance of the system, 
(ii) encouraging effective source separation of 


blue box waste and full use of the blue box 
waste management system. 


(3) The source separated blue box waste referred to in 
clauses (2) (a). and (b) is blue box waste that has been source 
separated from other kinds of waste and that consists solely of 
waste from one or more of the following categories: 


1. The categories of basic blue box waste set out in 
Schedule 1. 


2. The categories of supplementary blue box waste set 
out in Schedule 1 that the blue box waste 
Management system collects or accepts. 


(4) The blue box waste management system must collect or 
accept at least two categories of supplementary blue box waste 
set out in Schedule 1. 


(5) The frequency of the collection of source separated blue 
box waste required under clause (2) (a) must be at least half the 
frequency at which municipal waste is collected directly from the 
sources of the waste. 


(6) The blue box waste management system must be adequate to 
deal with the anticipated blue box Waste and waste set out in 
Schedule 2. 


(7) The blue box waste management system must include the 
provision of adequate containers for the acceptance of source 
separated blue box waste required under clause (2) (b). 


7.1 -*(1) Clause'7(2) (a) does not apply to a-local 
municipality in Northern Ontario that has a population of less 
than 15,000 if the municipality’s blue box waste management - 
system includes the collection or acceptance of the source 
separated blue box waste described in subsection 7(3) in a manner 
that is reasonably convenient to the generators of such waste in 
ae municipality. 


(2) This section does not apply to a municipality that hada 
population of at least 5,000 on the 1st day of July, 1995 unless 
the municipality has, continuously Since that Gay had a blue box 
waste management system, 


(a) that included the collection or acceptance of the 
source separated blue box waste described in 
subsection 7(3) in a manner that is reasonably 
convenient to the SINS NCR) of such waste in the 
municipality; and 


‘(b) that complied with the requirements in section 7 
other than clause Wontar: 


8.-({1) A riety, that ‘is Dee as: to. establish a blue 
box waste management system shall do so forthwith getnncts to 
subsections (2) and (3). 


(2) BR’ minieipality, in Southern Ontario. ‘is not required co 
vestablish a system ay tes the ist.day of July, 1994. 


ea ec hee: der pa ey in Northern Ontario is not required to 
, eetablish a system. Deen the Ast day of July, 1996. 


be 9.-(1) “KX municipality that is ‘required to establish a eiue 

- box waste management system shall submit an annual report ‘on the » 
operation of the system to the. Director on or before ne ist cay 
oh \eothnteoerae in every year. 


| (2) The annual report must set out the name of the 

. Municipality and the type and amount of wastes that were _ 
collected or accepted in: the previous calendar year and a 
description of the information provided . sia vege in accordance 
with clause ae 


Leaf and yard waste Be Ste 
10.- (1) aN local municipality that has a population, of at 
“least 5,000 shall establish, OR ere and’ maintain a leaf and yard 
waste. system. : 2 ih 


(2) The eae ee yard waste system must include, 


(a) the provision of home » composters to residents by 
the monicipel icy at. cost or Bees Nani 


(b) ‘the provision OF information oo residents, 


(a) pai ete tagh eae availability ee home 
dees Sen eeie agit 
C0) _ explaining the. “proper ieeemeeicn and use of ee 


- home composters and the use of gs a 
Cid) ‘encouraging home» ‘composting. 


11. The leaf ‘and yard waste system of a Todal municipality | 
that has a population of at least 50,000. must include the. . 

. collection or acceptance of leaf and yard waste in a manner that 
is reasonably convenient to the earn as Of leaf and vans waste 
in gs municipality. ae . 


a 12. = (4); This section applies to the leaf and a waste 
system of. a local municipality required under this: Part. 16, 


(a) the municipality has a- ‘population of at least. 
50,000; or 


(b) the municipality is served by a waste, management 
system owned by or operated by or for the. .- 
municipality that collects source ‘separated leaf. 

- and yard waste or accepts such waste from the 
public at.a waste disposal site. 


(2): A leaf and yard waste system to which, this section 
applies must also include,,. . 


(a) the transportation of collected.or accepted leaf 
and yard waste not used in accordance with clause 
(4) (b) or (c) to a leaf and yard waste composting 
site as defined in Part V; ae 


(b) thé provision of a leaf and ne waste composting 
site as defined in Part V or the Aopen tere Of the 
services of such a. Stes. : 


~ (c) the provision fe eGrna tien to promote effective 
; source separation of leaf and yard waste and to 
BECHeEe the’ full use of the compos ta ‘system; 


(d) Sins efforts to ensure that the compost 
produced is used as a soil conditioner. 


(3) A leaf and yard wasee system to which this section 
applies must be reiaoe to deal with the Sete Paes leaf and 
yard waste. 


(4) A leaf =) yard waste system to which this section 
applies must include measures: to ensure that the leaf and yard 
waste accepted by the system is either, ca 


(a) composted at’ a leat and yard waste composting site 
as defined in Part V or at another site where the 
- waste can be legally composted; = 
(b) applied directly to land by the. operator of the 
system; or 


~(c) ef aCO reed to a person who will directly apply the 
waste to land. 


13.- en municipality that is required to establish a leaf 
' and yard waste system shall do so Sorthwith hae to 
subsections: (2) -andin(3:)). 


2) A mntoa pels ty in Southern Ontario is not. required to 
establish a ae: before the 1st of July, 1994. 


(3) A municipality in Northern Ontario is not required to 
establish a system before the lst day of July, 1995. 


14.-(1) A municipality that is required to establish a leaf 
and yard waste system shall submit an annual report on the 
operation of the system to the Director on or before the ist day 


Moe February in every year. 


(2) The annual report must set out the name of the’: 


Municipality, its population and the name and telephone number of 


a person who can answer questions about the report. 


(3) The annual report must also set out: the following 


information relating to the operation of the system in the 


Pe cus calender year: 


ale Any rules the municipality followed in peo tding 
home composters to residents. 


2. The number of home composters provided to residents 
in accordance with clause 10(2) (a). 


3. A description of the information provided to 
residents in accordance with clause 10(2) (b). 


(4) If section 12 applies with respect to the leaf and yard — 


‘waste system, the annual report must also set out the following 


information: 


1. The amount of leaf and yard waste that was accepted 
or collected. 


2. The amount of leaf and yard waste that was 
transported for CqMpOS ET TGl: 


3. The amount of leaf and yard waste that was directly 
- applied to land or that was transported for direct 
application to land. 
REET description of the information provided in 
accordance with clause 12(2) (c).- 


Exemptions 


T5 5 =act) A system required under this Part is exempt from 


sections 27 and:41 of the. Act. 


(2) The exemption in subsection (1) applies only to the 
parts of the system that are necessary to comply with this 
Regulation and any parts of the ay erer that are Stays to such 
pares. 


PART III 
MUNICIPAL WASTE RECYCLING DEPOTS 


16. This Part applies to a waste disposal site whose only 
function is to be used to accept waste that consists solely of | 
waste from one or more of the categories set out in Schedule 1 or 
2 and that has been source separated from other kinds of waste 
and to transfer the waste, SHEE processing, for recycling. 


Li Lome nase bart. mange? bal waste recycling depot® means a 
waste disposal site to which this Part applies. 


18. Each operator and owner of a municipal waste recycling 
depot shall ensure that the depot is operated in accordance with 
the following requirements: 


1. No waste may be accepted at the depot unless it is 
waste that consists solely of waste from one or 
“more of the categories set out in Schedule 1 or 2 
and the waste has been separated from other kinds 

of waste at the source of the waste. 


2. The depot shall have sufficient containers for the 
waste that can be ene: CPS STERIL x 


3. The waste accepted at the depot shall be placed in 
* containers. 


4. Waste accepted at the depot may not be removed 
-except for direct shipment to, 


i. aouser of the waste, 


14 Sav aregtrabutor who distributes the waste to 
users, 


a Aa ee oh municipal waste oe ea site as defined in 
Pact ViV aon 


iv. a waste disposal site. 


5. Reasonable precautions shall be taken to ensure 
that waste is not removed from the depot except for 
transfer in accordance with paragraph 4. . 


6. Signs shall be posted in prominent locations at the 
depot setting out the hours of operation of the 
depot, the name of the owner of the depot and the 
name and telephone number of a person to contact in 
an emergency. 


“9 


7. Signs shall be posted in prominent locations at the 

_ depot setting out the categories of waste that will 
be accepted at the depot and any rules that relate ' 

“tO. che je ae of such waste jor the: use of the 
depot... . 


See Nr eed set SoutEOn the signs 
'. required neath paragraph 7 may DS Saha at the 
acho 


9. Leaf and ogee waste accepted ‘at the Aer ee shall be 
_ removed within four days not including any weekday 
that’ is observed as a public holiday ‘in the 
Municipality where the site is. See ah gas 


10. A schedule shall be prepared ea for the. 
regular clean-up.of litter. at. the: depot: and for the 
regular removal of waste received at the depot. 

The schedule shall provide ‘for the clean-up of 
litter at least. once a week. Litter shall be 
‘cClearied up and waste removed in accordance with the | 
schedule... The schedule shall be adjusted from time : 
EG time as circumstances warrant. 


Py eee Recsoncpie care shall be caken to eReeol the 
following. and to control anything similat to them: 
dust, litter, odour, noise, rodents or other 
animals and insects. — Pianeta te ke ene + 


19. A municipal waste recycling depot is- exempt from mh 
sections 9, 27, 40 and 41 of the Act if. all buildings and storage 


--"ayeas that are part of the depot are at least. fifty metres from. — 


the boundaries of the parcel of land Bpon which the Putidiags and 
each areas are ‘located. 


(G8 PART (IV. | 
‘MUNICIPAL WASTE RECYCLING SITES 


20.- (1). This Part applies toa waste disposal site ace 
only function is to. be used to accept waste that consists. solely 
of waste from one or. more of the categories set out in Schedule alist 
or 2 and that has been separated from other kinds of waste and to 
transfer the waste, either after’ procean sng: or without 
processing. for ae rascals : ; ; . 


(2) This. Part does hot apply toa site where a‘ process, «. 
- other than any of: the following, is used: sorting, grading, 
‘Sizing, cleaning, drying, de- inking, size reduction, pulping, 
pelletizing, co ee eS baling or packaging. 
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(3) This Part does not apply to a municipal waste recycling 
depot as defined in Part a FALE Soe - 

Aa TP this Pa wey, municipal. waste recycling site" means a 
waste disposal site to which this Part applies. 


Sea Xe Each operator and owner of a municipal waste. recycling ~ 
site shall ensure that the site is operated in accordance. with | 
the gree oe requirements: 


Mee No waste may be accepted at the site unless it is 
waste that consists solely of waste from one or 
more of the categories set out in Schedule 1 Orkn2: 
and either, : 


i. the waste has been separated from other kinds 
of. waste at the source of. the waste, or |, 


‘di. the waste comes from a waste disposal site. 


2..If waste is processed.at the site, the total 

amount, at the site, of the waste that is - pi carte 
processing, is being. processed or has been 
processed and. the waste that is awaiting 
transportation without processing must not exceed 

_ 2,000 cubic metres or three times the monthly 
process ee capacity Of the site, whichever is 
greater. . : 


v8 If waste is not processed at the site, the total 
amount of waste at the site must not exceed PD 000 
cubic metres. 


4. The total amount of waste. at the site awaiting 
_- procéssing ‘must not, exceed: fifteen: times the gaily 
Saat tale aeesu: capacity 


5. If waste is processed at: the site, the waste must 
* .be processed so that over any six month period the 
residues from the processing do not exceed 10 per 
cent of the weight of the waste ‘that was processed. 
For the purposes of this paragraph Bee shall be 
determined.on a eee babel} basis. 


6. Residues from the processing of waste must be 
* removed from the site eel La 


7. Waste or materials that result from the processing 
of waste may not be pono from the site ocr ctaneh 
for direct shipment to; 


ioe a user of the waste or materials, 


LO: 


1G 


nea 
13:3 


14. 


Loe 


iba 


ii. a distributor who distributes such waste or 
materials to users, 


iii. another municipal waste recycling site, or 


iv. a waste disposal site. 


Reasonable care shall be taken to control the 
following and to control anything similar to them: 
dusty la tren. odour, noise, rodents or other 
animals and insects. — 


Reasonable care shall be taken to ensure that 
unauthorized persons are kept out of any areas 
where waste is handled, processed or stored. 


Signs: must be posted in prominent locations at the 
site settingeout the hours of operation of the 


-Site, the name of the owner of the site and the 


name and telephone number of a person to contact in 
an emergency. 


‘Equipment at the site may not be operated by any 


employee who has not had training in the operation 
seo maintenance of the equipment . 


mipreysest at the site must be trained in. emergency 


I ee a 


All roads, parking areas, loading or unloading 
areas must be maintained in good condition. 


The site shall not begin accepting waste unless at. 
least ninety days before the acceptance of the 
first waste a notice is Given to each of following, 


i) the. clerk: of every municipality pears which 
TENC SAce Or ,anya party Ofviteas located, 


ii. the owner of every parcel of land within 120 
metres of the site, 


iii. the Director, and 


iV, the local District Office of the Ministry. 


The notice referred to in paragraph 14 must be ona 
form provided by the Ministry or in the same format 


as such a form and must set out, 


Gi 


ele, 


alte ie 


2 
i. the name, address and telephone number of the 
owner of the site and of the operator of the 
Site if they are different, 


ii. the location of the site, 


iii. the earliest date on which the site will begin 


to accept waste, 


iv. the type of wastes that the site will be 
accepting, 


v. the capacity of the site, and 


vi. a description of how waste will be dealt with 
including a description of the processes that 
will be used. Sse 

é 

No waste shall be accepted at the site before the 

date set out in the notice as the earliest date on 

which the site will begin to accept waste. 


No waste shall be accepted at the site unless the 
first waste accepted at the site is accepted within 
180 days after the notice is given to the Director. 


None of the following may be changed at the site 
unless at least ninety days before the change, a 
notice is given to each of the persons described in 
subparagraphs i, ii, iii and iv of paragraph 14: 

i. the type of wastes that the site accepts, 


ii. the capacity of the site, 


iii. how waste is dealt with including the 


processes used. 


19. The notice referred to in paragraph 18 must be on a> 


form provided by the Ministry or in the same format 
as such a form and must set out the information 
described in subparagraphs i, ii, iv, v, vi of 
paragraph 15. 


20. Maps of the vicinity and a site plan shall be kept 


els 


at.the site. The maps and site plan shall show, on 
the appropriate map or plan, services, buildings, 
processing units, roads, loading and unloading 
areas and storage areas. 


An operating plan shall be kept at the site. The 
plan shall include, 


pia Be 


Dee 
‘fuse 
a 


aN 
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descriptions of the processes and equipment ; 
used including descriptions of how waste, will 


be Sees and handled, 


information eoue the Maximum ‘amounts of waste © 


Ss that can be pEoceesct at the: Bene, 


ee oa con about the amounts of the pasties 
that: are éxpected after processing that cannot 
be recycled or reused, and - 


iecertorione of ‘the training planned for” 
. Betoun 


- 22. Emergency response plans shall bé kept at the site. . 

.. There shall be emergency response plans addressing © 
emergencies caused by fire, explosion, ELood, 
spills, disruption of electrical service or — 
anything else that might create an emergency 

situation at the site. Each plan shall include, 


Pose ss 


fe teSs 


edai. 


ives: 


- descriptions. of the procedures to be used, 


information about the personnel who will be 
responsible, nae 


‘descriptions Of) ‘the emergency equipment and 
: Srey communications he beara and 


plans for notifying - the. appropriate | 
-, governments and other persons and co-. 
porayaatang epee Tone with them. 


“23. ah eeee plans shall be: kept atethe site. ‘There 
-.  ghall be contingency plans. addressing disruptions 
of ‘the: removal of Leahey or aay ening elec, from the 

Sites ea 


S203 eR: record shall. be kept that includes information 
about ,: 


abaes 


pie 


“the: eypes amount and sources of wastes: 
accepted at the site, . 


‘the processing that the wastes received, any - 


significant problems that occurred during the 
processing and any actions that were taken in 


er raCan ee LO; euch Prop isis, 


the types and amounts of wastes ea meer ies 
transferred from the site, the purposes for 


_ which they: were transferred and the names of 


14 
the persons to whom wastes and materials, 
other than compost, were transferred. 


.25. Information:'in the record required under paragraph . 
24 shall be retained in the record for at least two 
years after the event. to which the information 
relates. | 


26. The record required under paragraph 24 shall be 
kept at the site unless, 


che ie record is rece at ones place in.a nae 
_ municipality within. which the Site; Or.part of 
the site, is located, and-the place is owned 
Or controlled by the owner or operator jek the 
site, and ae 


aeethe place the record is kept is set out on the 
signs Decheeee to be peste under paragraph: 
HONS : 


23. The Groviowing provisions ‘do not ‘apply with xespect EO; 
leaf . and yard waste aru ate sites as defined in Part V: 


sn Paragraphs a to 6 of pee en 22: 
eee. Paragraphs 24 to 26 of section 22. ° 
3. Sections 24 and 25. 


24.-(1) If a municipal waste recycling site is owned by or 
operated by or for a municipality, the municipality shall submit 
an annual report about the operation-of the site to the Director 

on .or before the ist day of ee in every neeatas 


(2) The eunoadn ‘report must set. out the name, Address and 
telephone number of ‘the Operator of the site, the location: of the 
Site, the type and amount of wastes that were accepted in the 
previous calendar year, and the type and amount of: wastes that 
were transferred in the previous calendar year. 


25.0. DS municipal waste recycling Site is. ect from sections 
27, 40 and 41.0of the Act if.all buildings and processing or 
storage. areas that are Dart of the site are at least fifty metres — 
from the boundaries. of-the parcel of land upon which the 
buildings and processing or storage areas are located. 


PART V 


LEAF AND YARD WASTE COMPOSTING SITES 


L5 


i 26. This Part applies to a municipal waste recycling site 
whose only function is to be used to receive and compost leaf and © 


yard waste. 


27,10 this Part, "leaf and yard waste composting site" 
means a waste disposal site to which this Part applies. . 


28. Each operator and owner of a leaf and yard waste 
composting site shall ensure that the site is operated in 
accordance with the following requirements: hes 


Lee 


re 


Only leaf and yard waste and wood may be accepted 
at the site. 


- 


Leaf and yard waste may not be stored for more than 
four days before it is composted. , 


The total amount of compost on the site that is in 


or has completed the curing stage shall not exceed 


eighteen times the monthly process design capacity 
of ‘the site. - fainwss Shel | 


The leaf and yard waste accepted at the site shall 
be composted so that the temperature inside the 
composting mass is at least 55 degrees Celsius, 


i. on at least three different days if the waste 
is being composted in a vessel, 


di*) on at east) fifteen*different days in any 


other case. 


If the waste is being composted using turned 


' windrow composting, the windrow shall be turned at 


least five times at regular intervals after the 
temperature first reaches 55 degrees Celsius and 
the temperature must reach at least 55 degrees 
Celsius after the fifth turning. 


During composting, the composting mass shall be 
provided with ventilation adequate to ensure that 
aerobic conditions are maintained. 


After the requirements in paragraphs 4 and 5 have 
been satisfied the compost. shall be cured fora 
period of six months. 


During curing, a ‘composting mass shall be turned at 
least once a month. 


The temperature of each composting mass shall be 
measured daily until the requirements in paragraphs 


LOe 


aba Es 


a2 


13% 


14. 


Hasse 


16. 


26 


4 and 5 have been satisfied. During curing the 
temperature shall be measured weekly. 


Temperatures shall be measured at a point one metre 
within the composting mass. 


A record containing information about each 
composting mass shall be kept. The information 
shall include the temperatures of the mass and when 
they were measured, when the mass was turned, 
information about the curing process and details 
about any significant problems that occurred during 
the composting or curing. Information about a 
composting mass shall be retained. in the record for 
at least three years after the mass was cured. 


A plan for dealing with odour problems shall be 
prepared before waste is first accepted at the site 
and shall be updated as circumstances warrant. The 
plan shall include procedures, which shall be 
followed, for dealing with complaints from the 
public and for investigating and remedying odour 
problems... 


A record of all complaints from members of the 
public about odours shall be kept together with a 
record of how each complaint was dealt with. 


Compost that has been cured shall be sampled and 
analyzed for the things listed in Column 1 of Table 
1 in accordance with paragraphs 15 and 16. Compost 
may not be removed from the site unless it is part 
of accumulated compost that has been so sampled and 
analyzed. 


The first samples shall be taken before 10,000 
cubic metres of compost has been accumulated, or 
before one year has passed, whichever first occurs 
after the first receipt of waste at the site. 


Thereafter samples shall be taken before an 


additional 10,000 cubic metres is accumulated, or 
before one year has passed, whichever occurs first 
after the most recent samples. However, if all the 
analyses in the two years preceding the most recent 
analysis are consistent with that analysis, samples 
need only be taken before 30,000 cubic metres is 
accumulated, or before one year has passed, 
whichever occurs first after the most recent 
samples. 


Samples shall be taken by taking ten grab samples 
from diverse points within the accumulated compost. 


age 


18. 


ah, 

Each grab sample must contain at least twenty 
litres of. compost and must be taken from a point. at 
least one metre inside the accumulated compost. —— 


The analysis shall be of.a nisrenas of eS 


has bore 


ae record ‘shall be kept of the analyses of compost . 


Any laboratory reports received shall be kept as 


part.of the record. A record of an analysis shall 
be kept for at least three years after the irre Acta 
is ‘performed. 


Controlled compost, as defined in section 30, may 
not be removed from the site except for direct 
shipment to the intended user of the compost in 


: accordance with paragraphs 19 and 20. 


19. 


A reeeed. anal be kept of the name, ace eee 
telephone . ‘number of each person to whom controlled 


compost is shipped. The record shall be kept for 


2 0 


2a 


cat oe ten tA ariad after ee shipment. . 


‘The: person. to whom controlled compost is anepneae 

shall be given. a copy of a chemical analysis of. et 
compost and a notice- that states that the compost. 

is controlled compost and that sets out.the terms ~ 
and conditions of the compost’ s exemption from Part 
V of the —- f 
The notice paterred to in paragraph 20 must be on a 
form provided. ey the Ministry or in the same OrmAL 


sy as such a form. 


29. ccrpose brddcced at. a “leat ana a waste ponecaine 


16. of: section 28, 


9 site that has been analyzed in. accordance with Paragraphs 14 to 


(a). 


“is designated’ as waste pi ee oases ‘to: the 
‘analysis, the compost contains a substance in 


_ Column trop Tabled. ania concentration greater than — 


: the concentration opposite in Column 2; .and 


-(b) 


is. veut from Part V of the Act and the 
regulations pet ated, to Part V of Che Act;) invany. 


other . case. 


3006 (1. 


In this section, Pp ocneroted compost" means compost > 


a that is designated as waste under clause 29(a) and that, 
according to the analysis. performed in: accordance with paragraphs 
14 to 16 of section 28, does.not contain any substance in Column 


“.1 of Table 1° 


ina concentration Seats than the concentration 


pope tte: in Column 3. 
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(2) Controlled compost is exempt from Part V of the Act and 
the regulations on the .following. terms and conditions: 


“1. The controlled ponpoae is not used except as 
allowed under paragraphs 2 and 3. 


2: The controlled compost may be used as compost in my 
soil if, . 


as 


pales 


Riseledi se: 


the place where: the ‘compost is used is within 
2Q0 metres -.of any part’of.a municipal water © 
sehr or a municipal sewage system, 


the use of the compost will not increase the 


‘concentration in the soil of any material in 
. Column 1 of Table 1 above the concentration, 
. if any, opposite in Column 4, and 


the person who uses the compost keeps a 
record, for .at' least ten years after. using the 
compost, of the date the compost was used, the 
amount of compost used and the chemical 
analysis of the compost received from the 
producer of the Compose ; 


ae ete controlled compost may be used as a cover 
material ata Ha site. 


31. A ear and yard waste: composting site is eectiag ‘from 
sections 9, 27, 40 and 41 of the Act if all buildings and 
processing or storage areas that are part of. the site are at 
, least.100: metres. from.the. boundaries of the parcel of land upon 
which the buildings and processing or storage areas are’ located 


and from any att 


well. 


river, pond, stream, reservoir, spring or 


(GE ee ee 


ee ee ee ee ee 
| ee a ee ee 
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TABLE 1 


TABLE FOR DETERMINING HOW COMPOST 
CONTAINING CERTAIN MATERIALS CAN BE USED 


Maximum. 

concentration 
ait in soil 

Maximum Maximum — resulting from 
concentration concentration use of 

for regular for controlled controlled 

-| compost (dry | compost (dry compost (dry 

Material weight) weight) weight) 


ae ee ee eee eee 
fae | cota Aap |e Pl pee |S ate Sp | 


Cee 

a 

not ieee La Leo 
150 ppm 500 ppm 60 a5 

(i a ee 

Se. [eotypasnom =] 2 pp | ppm | em 


220 


Plastic which. 
will not fit 

through a size 8 
mesh 


not applicable 


Non-biodegradable 
material (other 
than plastic) 
that will not fit 
though a size a 
mesh 


not applicable 
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Schedule 1 


BLUE BOX WASTE 
PART I 
‘Basic blue box waste 
Aluminum food or beverage cans (including cans made 
primarily of aluminum). 
Glass bottles and jars. for food or beverages. 
Newsprint. 
Polyethylene terephthalate bottles for food or beverages 
(including bottles made primarily of polyethylene 
terephthalate). 
Steel food or beverage cans (including cans made primarily 
of steel). 


PART II 


Supplementary blue box waste 


Aluminum foil (including items made from aluminum foil). 
Boxboard and paperboard. | 
Cardboard (corrugated) . 


Expanded polystyrene food or beverage containers and packing 
materials. 


Fine paper. 

Magazines. 

Paper cups and plates. 
Plastic film being, 


ae low density polyethylene grocery peer or bags used 
For sfood: or: beverages, and 


Lage low density polyethylene used for wrapping 
Products. 


; BOL eae Rigid plastic. containers: being, ee MACE ee 
re) “high ‘density polyethylene bottles weed for food, 

i _ beverages, toiletries or household cleaners 
. (including bottles made’ Peay, of ae een 
polyethylene), and ~ 

i. polystyrene containers aed for food: or beverages 

eae (including - containers made i eerlcaene tl of 
polystyrene). 
ed’. | Telephone directories. 


“41. Textiles. (not including fibreglass or carpet) . 
: | : ee | 
RECYCLABLE WASTE OTHER THAN BLUE BOX WASTE 3 
oa) Brick: 
2. Concrete: 
eke Glass. 
Ne Gypsum. 
5. Leather. bars 
. 6. heat. and yard waste. 
iP ‘Metal. 
8. Paper (including products Peas ron paper) . 
Peo ‘Plastic. } 
16 dextiies. 


11. - Wood. 
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REGULATION MADE UNDER THE 
ENVIRONMENTAL PROTECTION ACT 
WASTE AUDITS AND WASTE REDUCTION WORK PLANS 
PART I 
GENERAL 
1. Tn tite Recutacion® 


"waste" means municipal waste as defined in Regulation 347 of 
Revised Regulations of Ontario, 1990; 


"waste audit" means a study relating to waste; 


waste reduction work plan" means a plan to reduce, reuse and 
recycle waste. 


2. A waste audit required under this Regulation shall . 
address, — 


(a) the amount, nature and composition of the waste; 


(b) the manner by which the waste gets produced, 
including management decisions and policies that 
relate to the production of waste; and 


(c) the way in which the waste is managed. 


3. A waste reduction work plan required under this 
Regulation shall include, to the extent that is reasonable, plans 
to reduce, reuse and recycle waste and shall set out who will 
implement each part of.the plan, when each part will be 
implemented and what the expected results are. 


4. A person who is required under this Regulation to prepare 
a report of a waste audit or a waste reduction work plan shall 
prepare it on a form provided by the Ministry or ekg: the same 
format as such a forn. 


SA person: ‘who is required under this Regulation co} prepare 
9 a BENE ha: a waste audit or a waste reduction work plan shall 


2 


retain a copy of the report or plan EO ae least five years after 
it was prepared. 


6.-(1) A person who becomes subject to an obligation under 
this Regulation to prepare a report of a waste audit or a waste 
reduction work plan shall do so within six months of becoming 
subject to the obligation. 


(2) This section does not apply with respect iO) NSE NESS 
reports or plans. 


(3) This section does not apply with respect to obligations 
of a builder under Part IV or a demolisher under Part V. 


7.-(1) A new owner or operator to whom this Regulation 
applies is not required to conduct a new waste audit or prepare a 
new waste reduction work plan if an audit or work plan was 
conducted or prepared by a previous owner or operator and the new 
owner or operator updates ‘the audit and work plan as required | 
under this Regulation. 


(2) This section does not apply with respect toa builder 
under. Part. IV or a demolisher under Part V. 


8.-(1) A person who has an obligation to conduct a waste 
audit and- prepare a. report under Part II, III, Vi, VIL, VIII, Ix, 
X or XI in respect of more than one retail shopping 
establishment, retail shopping complex, building, restaurant, 
hotel or motel, hospital, location or campus of an educational 
institution, or site of a manufacturing establishment, may 
conduct a single audit and prepare a single report for two or 
more of them if it is reasonable to expect that separate audits 
would have similar findings. 


(2) Subsection (1) applies with necessary modifications with 
respect to updates of waste audits and reports. 
PART II 
RETAIL SHOPPING ESTABLISHMENTS 
9. .Thts part applies to the owner of an establishment that 
sells goods or services at retail to persons who come to the 


establishment if, 


(a) the establishment occupies premises with a floor 
‘area of at. least 10,000 Square metres; or 


(b) the establishment occupies premises in a complex in 
respect of which Part III applies and the owner of 


‘the establishment is Potery responsible fOr the 
pes habit sme ae! s waste management. — 


ved O's: = (1) The owner chal deonauens a waste audit covering the 
waste generated by the operation of the establishment. The audit 
shall also address the extent to which materials or products used . 
or sold consist of recycled: or reused materials or PE PC BCLS 


C2) After’ ponguee tag: the waste audit the. owner shall prepare 
a “written socal: — the, ends: ’ 


(3) In every ‘year Po ewind the conducting | ‘Of ae initial 


“waste audit the owner shall upaaee the audit and prepare an 
updated written report.. : : 


eB The owner shall prepare a written waste reduction 


ae Bie ‘based on the waste audit, to reduce, reuse and recycle 
waste generated by the crete etoL of the schon aioe lm 


(2) In. every: year following the Paes preparation oe ay 


~ waste reduction work jhe the. owner shall ERECRAE: an i giusaaa} 


written’ plan. 


Lire ‘The owner shall implement the waste reduction work plan 
as beta . 


13. The waste ede en work plan shall include measures for 


. communicating the plan. to the owner’s employees: who work at the 


establishment’s: ee and, asa ete ly those.measures shall - 
ee . he . eating 


ela) that ethe plan or a. summary: be ‘posted in places 
' where most employees. will see it; and 


(bb). if a summary is posted, ehat any employee who 
_ -. requests .to look at.the plan be allowed to do so. 


‘PART: LED 
RETAIL ‘SHOPPING COMPLEXES 


ee ‘44. This Part’ eo iee to’ the owner of. a aeomeleT that 
contains premises occupied by. establishments that sell goods or: 
services at retail to persons who come to the establishments if 
the. total ELOOF area of such premises is abs least rath 000 square 
metres. 


: 15.- (1): “The owner shall conduct a waste audit covering. waste 
generated at the complex other than the waste generated at 
premises for which the owner is not responsible, either directly 
or indirectly, for. waste Management .- ‘The audit shall also 


address the extent to which materials or products used by the 
owner consist of recycled or reused HT: OE products. 


(2) The waste audit need not cover the waste generated in 
the operation of an establishment in the complex “pay Part 1S 
applies to -the owner of the. establishment . 


(3) After conducting the waste audit the owner shall. prepare 
a written report of the audit. 


(4) In every year following the patrabe th 2 Sees the 
owner Shall update the audit and DrCDats an updated written | 
report. 


16.-(1) The owner shall prepare a written waste reduction 
work plan, based on the waste audit, to reduce, reuse and recycle 
waste generated at the complex other than the waste generated at 
premises for which the owner is not responsible, either Sprott 
or indirectly, for waste management . ; 


(2). ‘The waste reduction work plan. need not cover the waste 
generated in the operation of an establishment in the complex al 8 
Part. II applies: to the .owner. of the STeiele Sleek: 


(3) In every year following the: initial preparation of the 
waste reduction work plan the owner shall pate an 1 updated 
written plan. ee 


17. The owner shall implement the. waste reduction work ‘plan 
as updated. ; ray 


Le The waste reduction work plan shall include measures for 
communicating the plan to the owner’s employees who work at the 
complex and to the occupiers of premises in the complex and, asa 
Minimum, those measures shall require, : 


(a), that the plan or a summary be posted in places 
where most employees and occupiers. will see it; and | 


TH Glo Mere da wy p> summary is posted, that any employee or 
Lic: occupier who requests to- eos at the plan be. 
allowed to do so. 


"PART. IV.’ 
LARGE CONSTRUCTION PROJECTS . 
19 °3'=0(-1) This: Part applies toa person who. apdeer sen: ‘On .. 
their own behalf or on behalf of another person, a construction 


project consisting of the construction of one or more buildings 
with a total floor area of at least 2,000 square metres. 


. (2). In this Part, "builder" means a person described in 
subsection (1). i ae +3 at a 


20.-(1) The builder shall conduct a waste audit covering the 
waste that will be generated in the construction project. The 
audit shall also address the extent to which materials or 
products used consist of. gece Tee or reused materials or 
products. 


(2) After conducting the waste audit the builder shall 
prepare a written report of the audit. 


21. The builder shall prepare a written waste reduction work 
plan, based on the waste audit, to reduce, reuse and Boyes 
waste generated in the construction project. 


22. The builder shall implement the waste reduction work 
er . 


23. The waste reduction work soe shall include measures for 
communicating the plan to the workers at the construction site 
and, as a minimum, those’ measures shall require, — 


(a) that the plan or a summary be posted at the 
construction site in a place where most of the 
workers will see it; and 


(b) if a summary is posted, that any worker who 
requests to look at the plan be allowed to do so. 


24.-(1) The report of the waste audit and the waste 
reduction work plan required under this Part shall be prepared 
before construction work begins at the site. 


(2) If construction work has begun at the site before this 
regulation comes into force, the following transitional rules 
apply with respect to the waste audit, the report and the plan: 


1. The report and plan shall be prepared within six 
months after this regulation comes into force. 


2h The report _ and plan need not be prepared if all 
work is finished within six months after this 
regulation comes, into fonce. 


3. The waste audit need not cover any waste generated 
within six months acer this regulation comes into — 
force. 


4. The plan need not address any waste generated 
within six months si dees Pts regulation comes into 
force. 


PART V 
LARGE DEMOLITION PROJECTS 


25.-(1) This Part applies to a person who undertakes, on 
their own behalf or on behalf of another person, a demolition 
project consisting of the demolition of one or more buildings 
with a total floor area of at least 2,000 square metres. 


(2) In this Part, "demolisher" means a person described in 
subsection (1). 


26.-(1) The demolisher shall conduct a waste audit covering 
the waste that will be generated in the demolition project. 


(2) After conducting the waste audit the demolisher shall 
prepare a written report of the audit. 


27. The demolisher shall prepare a written waste reduction 
work plan, based on the waste audit, to reduce, reuse and recycle 
waste generated in the demolition project. 


28. The demolisher shall implement the waste reduction work 
plan. 


29. The waste reduction work plan shall include measures for 
communicating the plan to the workers at the demolition site and, 
as a minimum, those measures shall require, 


(a) that the plan or a summary be posted at the 
demolition site in a place where most of the 
workers will see it; and 


(bo) ifa summary is posted, that any worker who 
requests to look at the plan be allowed to do so. 


30.-(1) The report of the waste audit and the waste 
reduction work plan required under this Part shall be prepared 
before demolition work begins at the site. 


(2) If demolition work.has begun at the site before this 
regulation comes into force, the following transitional rules 
apply with respect to the waste audit, the report and the plan: 


1. The report and plan shall be prepared within six 
months after this regulation comes into force. 


2. The report and plan need not be prepared if all 
work is finished within six months after this 
regulation comes into force. 


cf 
ee The waste audit need not cover: ‘any waste generated 
“within ‘six months after this sive aera comes, into 
“EOrce= >: Bees 
eRe. The pian need not address any ‘waste generated 
' within six months after this regulation comes into. 
ae T 
PART VI 
OFFICE. BUILDINGS | 


Riches This Part. applies EO: the owner of a peitaing that: has at 


ees 10, 000 square | metres of floor area’ For. use as offices. 


32.-(1) The owner shall eonddce a waste audit covering the 


“waste generated at the building. The audit shall also address 


the extent to which materials or products used by the owner 
consist of recycled or Des: materials Or ese ate 


y 


(2) After conducting the waste. audit the owner shall “prepare - 


. ie written weporty eo the audit. 


(3). ‘In every year trouowing the dated an waste Bader the 
owner shall ‘update: the. audit and prepare an ype ted written 


Mais tec 


335% (1) The owner shall ‘prepare a written waste reduction 


- work plan, based on.the waste audit , Lo pce) SOURS and’ recycle 


waste Chane at the building. 


(2) In every year fot lowina | ‘the saatdal prepaeetion of the - 


waste reduction work rae the owner shall ee an updated | 
written plans 


34. “The: owner shall “implement ‘the waste reduction work plan 


‘as Heese 


35. ‘The waste Poguctaon work pee shall include measures for 
communicating the plan to the owner’s employees who work at thei; 
building and to any persons who. occupy premises in the building | 


as tenants of the owner and, as a minimum, those measures - shall 
eee 


(a) shat the. plank ora summary be posted Lm places — 
' ae most. PoE eye ce aS tenants will see it; and 


(b) if a summary is’ posted, that any employee’ or penne 
who requests to look at the plan be allowed to do 
i SOU uae ks Ge ie ten See hy pohy Peep ore 


“PART VII 
RESTAURANTS 


36.015) This Part applies to the owner of a restaurant, 


. including a take out restaurant, that employs ten or more full-, 


time employees or the equivalent in part-time employees or a 
combination of both ee time and eer oe time employees. 


(2) This Part does not apply with Seon to a restaurant 
that occupies premises in any of the places set out in subsection | 
(3) if the owner of:the restaurant co- operates in the conducting 
of the waste audit and the préparation of the waste ‘reduction 
work plan required under this Regulation - for the piace set out Li: 
subsection (3). : 


(39 The places referred to in ee a are, — 
melita) cna complex in respect. of which Part Tit EES 
(b) a budding in respect of which Part VI appl Pees», 


(c) a hotel or motel in respect of which Part VIII 
applies; . 3 : : Pah ee 


(d) a hospital in respect ef which Part IX applies; 


(é).a location or campus of an pricaea casas institution 
in eee Of which Part X ‘applies. 


(4) This Part. continues to apply in respect of a restaurant 
for the two years following the last calendar year in which, at 
any time, the restaurant employed ten or more full-time 
employees, or the equivalent in part-time employees or a 
“combination Of: both eee time and part-time employees. 


Wy arco Wa Ly The. owner shall conduct a waste audit. covering waste 
generated by the operation of the restaurant. The audit shall - 
also address the extent to which materials or products used 
consist of recycled or reused ' materials: or products. 


(2) After conducting. the waste audit the owner -shall prepare 
“a written pebont of the audit. 


(3) In every year following ‘the. sips waste mudit the 
owner shall update the audit and Besbare an esecitoe written 
report. 5 

-38.- (1) The owner aie prepare a written waste reduction ’ 
work plan, based on the waste audit, to reduce, reuse and Soph hea 
waste generated by the Cretan of the restaurant. 


(2) In every year following the initial preparation of the 
waste reduction work plan the owner shall prepare an updated 


written plan. 


39. The owner shall implement the waste reduction work ie 
as updated. ; 


40. The waste reduction work plan shall include measures for 


communicating the plan to the owner’s employees who work at the 
restaurant and, as a minimum, those measures shall require, 


(a) that the plan or a summary be posted in places 
'where most employees will see it; and 


(b) if a summary is posted, that any employee who 
requests to look at the plan be allowed to do so. 
PART VIII 
HOTELS AND MOTELS 


41. This Part: Soppldee to the owner of a hotel or motel that 
has more than 75 units. 


~42.-(1) The owner shall conduct a waste audit covering waste 
generated by the operation of the hotel or motel. The audit 
shall also address the extent to which materials or products used 
consist of recycled or reused materials or products. 


(2) After conducting the waste audit the owner shall prepare 
a written a of the. audit. 


(3) In every year following the eis waste audit the 
owner shall oslo the audit and prepare an ote written 


report. . 


43.-(1) The owner shall prepare a peteaen waste reduction 
work plan, based on the waste audit, to reduce, reuse and recycle. 
waste generated by the operation of the hotel or motel. 


(2) In every year following the initial preparation of the 
waste reduction .work plan the owner shall prepare an updated 
written sear 


44. The owner shall implement phe waste reduction work plan 


as updated. 


45. The waste reduction work ae shall include measures for 
communicating the plan to the owner’s employees who work at the 
hotel or motel and, as a minimum, those measures shall require, 
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(a) that the: plan ora summary be posted in places 
where most employees will see it; and 


(b) if a summary is posted, that any employee who 
requests to look at the plan be allowed to do so. 


PART IX 
HOSPITALS 


46. This Part applies to the operator of a public hospital 
classified as a class A, B or F hospital in Regulation 964 of the 
Revised Regulations of Ontario, 1990. 


47.-(1) The operator shall conduct a waste audit covering 
the waste generated by the operation of the hospital. The audit 
shall also address the extent to which materials or products used 
consist of recycled or reused materials or products. 


(2) After conducting the waste audit the operator shall 
prepare a written aaseete of the audit. 


; (3) In every year following ane initial waste audit the: 
operator shall update oe audit and prepare an updated written 
Lepore. 


48.-(1) The operator shall prepare a written waste reduction 
work plan, based on the waste audit, to reduce, reuse and pooy eS 
waste Sf EAE Se by the operation Of. the hospital. 


(2) In every year following the initial REeCa anton of the 
waste reduction work plan the operator shall prepare an updated 
written plan. 


49. The operator shall implement the waste reduction work 
plan as updated. 


50. The waste reduction work plan shall include measures for 
communicating the plan to the operator’s employees who work at 
the hospital and, as a minimum, those measures shall require, 


(a) that the plan or a summary be posted in places 
where most employees will see it; and 


(b) if a summary is posted, that any employee who 
requests to look at the plan be allowed to do so. 


Ga 
‘PART X. 
_ EDUCATIONAL INSTITUTIONS 


‘BL. (1 ‘he This Part ‘applies | to the operator of. an pdaeational 


institution in respect. of a ‘location or campus of the institution 


if, at the location or campus, at any time Seach the calendar 
year, more than 350° persons: are enrolled.. 


(2) This Part continues to cay ane Ureene er: ofa location on 
campus for the two calendar years following the last year in 
which more than 350 persons. were Gage ae at the’ Location or 


. campus . 


(52.-(1) ‘The operator shall : fconsuce a waste audit covering 


the oes generated by the operation of the institution at the 


location’or campus. The audit shall also address the extent to 
which materials or products used consist OL; recycled (Om reused 
materials or products. ; ; . 


By After conducting ene waste audit the operator ‘shall. 
De eee a written report of the audit . 


(3) In every year. following rays initial waste. audit, the- 


"operator. shall update. ce anone and: EGEALS an updated 1 written 


report. 


53-0) The operator shalt prepare . a written waste ‘reduction 
work plan, based on the. waste audit, to. reduce, reuse and recycle 
waste generated by the operation fo} the institution at: the. 
location or CaUEUe 


(2) In every year SroWowing the initial preparation of. the 


waste reduction work Des the ros shall prepare. an cUpdal se 


written plan. 


54. The eo oe shall implement Eke waste reduction work, 
eet as “updated. 


55. The waste reduction work plan shall. include measures for 


communicating the plan to the. operator’ s employees who work at 


the location: or, campus: and, asa minimum, those measures - oe 


require, 


(a) that the plan. or a summary be. ‘posted in places 
ae where most empyavece will see it; and 


cele) if a ‘summary is posted, ‘that. any ercloves ‘who - 
pee to look at the plan be allowed to. yao: so. 


ioe 
PART ee 
nt LARGE MANUFACTURING ESTABLISHMENTS 


56.-(1) This Part applies-to the owner nee manufacturing 
establishment in respect of a site where there are more than 100. 
full-time employees or the equivalent in: part-time RP OVE Bas ora 
combination of both full- time and Sone SS time employees. 


(2) Atha s, “Pare continues bo apply in respect of. a.site: for © 
the two years following the last calendar year in which, at any . 
time at the site, there were more than 100 full-timé employees or 
the equivalent in part-time employees © or a Cleulesiecheanete of both. 
full-time and part-time Sed Ser 


Gu The owner Sahai) conduct a waste. audit covering the. 

- waste indore by the operation of the establishment at the 
site. The audit shall also address the extent to which materials 
‘or products used or sold consist of recycled or reused materials 
or products. 


(2): After. poncuee ine the waste ieee the owner Spt erenare | 
a written report he the audit. 5 


: (3:)) sin every year following the conducting of aS. initial 
‘waste’ audit the owner shall update the audit and pecreres an 
updated written peper ty ; 


58 .-'(1) The owner shall prepare a written waste reduction 
work plan, based:on.the waste audit, to reduce, reuse and Pec 
waste’ Sarees) by the operation of the establishment. 


(2)7ein every year following the Ai ay preparation ofa 
waste reduction. work plan the owner shall prepare an ees 
written plan. 


59. The owner shall ‘implement the waste reduction work: plan 
as updated. ep 


60. The waste reduction work plan shall include measures for - 
communicating the plan to the owner’s employees who work at the ne 
site and, as a minimum, those: measures shall. require, . 


(a) that the plan: or a summary be posted in places 
where ‘most rice lcs will see it; and : 


(b) if a summary is posted: that any “employee who 
requests to look at the plan be allowed EO do: so. 


Unofficial 
copy 
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REGULATION MADE UNDER THE 
ENVIRONMENTAL PROTECTION ACT 
INDUSTRIAL, COMMERCIAL AND INSTITUTIONAL 
_ SOURCE SEPARATION PROGRAMS 
‘Source separation programs 


1. In this Regulation, "source separation program" means a 
program to facilitate the source SLES sd of waste for. reuse: or 


recycling. 


2.-(1) A source separation program pen aa undone thse 
Sap baeuel must pees 


(a) the provision of facilities for the collection, 
handling and storage of source separated wastes 
- described in subsection (2) adequate for the 
quantities of anticipated wastes; 


(b) measures to ensure that the source separated wastes 
“that are collected are removed; 


(c) the provision of information to users and potential 
users of the program, 


(i) describing the performance of the progran, 


(ii) ~© encouraging effective source separation of 
waste and full use of the program; 


(d) reasonable efforts to ensure that full use is made 
of the program and that the separated waste is 
reused or recycled. 


(2) The source separated waste referred to in clause (1)(a) 
is waste that has been source separated from other kinds of waste 
and that consists solely of waste from one or more of the 
following categories: 


1. The categories of waste set out in the part of the 
Schedule applicable to the person required to 
implement the source separation program. 


a 


2. The categories of waste set out in Schedule 1 or 2 
of Ontario Regulation .../93 that the source 
separation program accepts. 


(3) A source separation program required under this 
Regulation must provide for all the categories of waste set out 
in the part of the Schedule applicable to the person required to > 
implement the program except for categories of waste that cannot 
be reasonably ra aed lel er : 


3. Source separation programs required by this Regulation 
are exempt from sections 27, 40 and 41 of the Act. 


4.-(1) A source separation program that is not required by 
this Regulation is exempt from sections 27, 40 and 41 of the Act 
stay 


(a) the program is restricted to waste generated ata 
Single site; 


(b) the program only accepts waste that has been source 
separated from other kinds of waste and that 
consists solely of waste from one or more of the 
categories of waste set out in Schedule 1 or 2 of 
Ontario Regulation .../93; 


(c) the program includes everything set out in 
subsection 2(1). 


(2) For and jauspeeee of clause (1)(c), the reference to 
source separated waste in clause 2(1) (a) shall be deemed to be a 
reference to’ the waste described in clause (1) (b). 


Retail shopping establishments 


5.-(1) This section applies to the owner of an establishment 
that sells goods or services at retail to persons who come to the 
establishment if, 


(a) the establishment occupies premises with a floor 
area of at least 10,000 square metres; or 


(b) the establishment occupies premises in a complex in 
respect of which section 6 applies and the owner of 
the establishment is solely responsible for ee 
establishment’s waste management. 


(2) The owner shall implement a source separation program 
for the wastes generated by the establishment or shall ensure 
that such a program is implemented. { 


Retail shopping complexes 


6.- (2) ‘This section applies: to. the owner of a onmpies that. 


- contains premises. occupied by establishments that sell goods -or 
services at retail to persons who come: to the establishments if 


the total eee area of such - te is at ENS 10, G00: eee 


- metres. 


(2) The owner shalt dSeictohs ‘a source separation program - 
for the wastes generated at the Se eee or shall ensure that such 


‘a program is eso 


(3) The source pepaie ees program need not provide: for the 
waste ‘generated in the operation of an establishment in the 
complex LEY section 5. ih to the owner of the establishment. 


Large | construction projects 


7.-(1) A person. who undeccabear: on their own behalf or on 


‘behalf of another person, a construction project consisting: of 


the construction. of one or more buildings with a total floor area 


of atleast 2,000: square metres ‘shall implement a source 
separation program for the waste that will be generated in the 
‘construction of the structure or shall ensure gee such a pests 


13% OS ce ahaa 


(2) The source. ‘separation program shall be implemented. uy 


_ before: construction work poate at the- site. 


uarde demolition projects 


8.-(1) A person. whic. undertakes, on eheir own behalf OL Ol 
behalf: of another ‘person, a demolition project consisting of the 


demolition. of one or more buildings with a total floor area of at _ 
, least 2,000 square metres shall implement a source: separation 


program for the waste that will be generated in the demolition of 


aoe hee structure or. shall ensure that een a program is Pal Genet oe 


(2) The source separation program Shalt “be ‘implemented 


before demolition work pecs e: at..the site. 


Office , buildings fe 


9. ‘The’ owner ‘Of-a building that has at’ least 10,000 ‘square 


metres of floor area for use as offices shall implement a source 


separation program for the waste generated at the geet eens or 
shall- ensure oie ae a program. is. ens aoe ; 


Multi-unit residential buildings * 


10. The owner oe a building that contains ‘Six or more | 
dwelling units shall implement a source. pee Boog sas Ors 
sone waste generated. at the building. 


Restaurants 


11.-(1) This section applies to the owner of a restaurant, 
-including a take out restaurant, that employs ten or more full-' 
time employees or the equivalent in part-time employees. or a - 
combination of both full-time and part-time employees.’ 


(2) The owner shall implement a source separation program 
for the waste generated by the operation of the restaurant or 
ensure . that sucha ‘Program is implemented. 


(3) -This section’ does not apply with respect toa restaurant 
that occupies premises rage 


“(a) a complex in respect of which section 6 applies; _ 
-(b): a building in respect of which section 9 applies; 


(cjoa hotel or motel in respect of which section alg: 
sie esaee : 


“(d)-a hospital in respect Of which section 13 applies; 


(ey a location or campus of an educational institution. 
—En le of which section 14 eo nia 


(4) This section continues to apply in respect Ofra 
restaurant for the two years following the last calendar year. in 
which, at any time, .the restaurant employed: ten or more full- time. 
employees, or the equivalent in. part-time employees Onc aGs 
combination of both full- time and pet ee time: employees. 


Hotels: and motels 
12. The owner of a hotel or motel that ‘has more than 75 
units shall implement a source separation program for the wastes- 
generated by the operation ofthe ‘hotel .or. motel .or shall ensure: 
that such a program is implemented. 
Hospitals 


13. The operator of a public hospital classified as a class 
A, B or F hospital in Regulation 964 of the Revised Regulations | 
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of Ontario, 1990 shall implement a source separation program for 
the wastes generated by the operation of the hospital or shall 
ensure that such a program is implemented. 


Educational institutions 


14.-(1) This section applies to the operator of an 
educational institution in respect of a location.or campus of the 
institution if, at the location or campus, at any time during the 
calendar year, more than 350 persons are enrolled. 


(2) The operator shall implement a source separation program 
for the waste generated by the operation of the institution at 
the location or campus or shall ensure that such a program is 


_ implemented. 


(3) This section continues to apply in respect of a location 
or campus for the two calendar years following the last year in 
which more than 350 persons were enrolled at the location or 
campus. 


Large manufacturing establishments 


15.-(1) This section applies to the owner of a manufacturing 
establishment in respect of a site where there are more than 100 
full-time employees or the equivalent in part-time employees or a 
combination of both full-time and part-time employees. 


(2) The owner shall implement a source separation program 
for the waste generated by the operation of the establishment at 
the site or shall ensure that such a program is implemented. 


(3) This section continues to apply in respect of a site for 
the two calendar years following the last year in which, at the 
site, there were more than 100 full-time employees or the 


‘equivalent in part-time employees or a combination of both full- 
‘time and part-time employees. 


Transition 


16..A person who, upon the coming into force of this 
Regulation, becomes subject to an obligation with respect to the 
implementation of a source separation program shall fulfil the 
obligation within twelve months » after the coming into force of 
this Regulation. 


Schedule 


WASTES TO BE PROVIDED FOR IN SOURCE SEPARATION PROGRAMS 
PART I 


Retail shopping establishments 
(referred to in section 5) 


% 


Aluminum food or beverage cans (including cans made 
primarily of aluminum). 


Cardboard (corrugated) . 
Fine paper. 
Glass bottles and jars for food or beverages. 
Newsprint. 
Steel food or beverage cans (including cans made primarily 
of steel). 
PART II 


Retail shopping complexes 
(referred to in section 6) 


Aluminum food or beverage cans (including cans made 
primarily of aluminum). 


Cardboard (corrugated) . 

Fine paper. 

Glass bottles and jars for food or beverages. 

Newsprint. 

Steel food or beverage cans Waingiag cease primiabil ya 

of steel). . 
PART III 


Large construction projects 
(referred to in section 7) 


Brick. 


uae Brick. 


Cardboard (corrugated) . 


Concrete (Portland cement concrete). 


Seywetl (unpainted) . 


Steel. 
- . Wood (not including painted OL treated ‘wood or laminated 
vAGleseble: 
“PART IV. 
‘args demolition projects 
(referred to-in oe 8) 


Concrete (Portland cement concrete) . 


steel. 


Wood (not including painted or treated ‘wood or laminated 


_ wood) . 


PART V 


whOrt ice buildings 
(referred to in section 9) 


Aeeaun ‘£004 or BIBevernGe. cans ; (including cans. made 
“primarily Of - aluminum) . ' 


. Cardboard (corrugated) . 
wo Pine. paper. 
Glass bottles and jars for food ‘or beverages. 


| Newsprint . 


Steel ‘food or beverage cans (including cans: made, -primarily 
of steel). 


PART VI 


avalos unit residential buildings 
BPE terEce toran .section ae 


Aluminum £oed or. beverage cans tinainaine cans made 
primarily of’ aluminum). ; 


. Glass bottles and fers for food or beverages. 


Newsprint. 

Polyethylene cerechtnslace inotules for food or beverages 
(including bottles Hee) Serpe of DO ee 

betel GBS on pat 


‘Steel food or pevecage cans ie laing cans made primarily 
of steel). : iat 


The categories of waste that are collected or accepted by 
- the blue box waste management system, if any, of the- 
municipality where the building is located. ; 
| PART \ VII 
Restaurants: 


(referred to nia section 11) 


Aluminum food © or beverage cans he Sia a ees made . 
primarily of aluminum). VL SO aes el 


Cardboard (corrugated) . 

Fine paper. 

Glass bottles and jars for.food or beverages. 

- Newsprint. | 3 

Polyethylene tercpnchalate bottles ror food or ‘beverages 
(including bottles made primarily of polyethylene 
terephthalate). Mee 


“Steel food or beverage cans (including cans made primarily 
of steel). 


@) 


PART VIII 


Hotels and motels 
(referred to.in.section 12) 


Aluminum food or beverage cans (including cans made 
primarily of. aluminum). 


Cardboard (corrugated) . 

Fine paper. 

Glass poretest ane jars for food or Reverses: 

Newsprint. 

Polyethylene Sorecnt holes Beccles for food or beverages 


(including bottles made primarily of Lt big haa 
terephthalate). 


-Steel food or beverage cans (including cans made primarily 


of steel). 


PART IX 


Hospitals 
(referred to -in section 13) 


Aluminum food or beverage cans (including cans made. 


primarily of aluminum). 
Cardboard (corrugated) . 
Fine paper. 
Glass bottles and jars for food or beverages. 
Newsprint. | 
Steel food or beverage cans (including cans made primarily 
of steel) . 
PART X 


Educational institutions 
(referred to in section 14) 


Aluminum eoo8 or beverage cans (including cans made 


primarily of aluminum). 


10; 


ee 
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Cardboard (corrugated). 
Fine paper. 
Glass bottles and jars foe food or beverages. 
Newsprint. 
Steel food or beverage cans (including cans made primarily 
of -steel). 

PART XI 


Large manufacturing establishments 
(referred to in section 15) 


Aluminum. 


Cardboard (corrugated). 


Fine paper. 


Glass. 
Newsprint. 


Polyethylene (high density) jugs, pails, crates, totes and 
drums. | oe 


Polyethylene (low density) film. 
Polystyrene (expanded) foam. 
Polystyrene trays, reels and spools. 
Steel: 


Wood (not including painted or treated wood or laminated 
wood) . 


a, 


= 4) p 
ys 
Pm) ; 
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REGULATION MADE UNDER THE. 
ENVIRONMENTAL PROTECTION AcT 


: ee AND 
PACKAGING REDUCTION WORK PLANS 
3 PART I 
.GENERAL 
SLs In ehie: Regulation, 


rpecraatec audit" means an éxamination. of the sent of pacheqina. 
on waste obelisk Guage needs, activities ‘and opportunities; 


"packaging ‘reduction work plan" means a Gaste management plan to 
We on, ee reduce the amount Of’ waste resulting from peels Cee 


"waste" means minge inal waste as defined in Regulation. 347 ‘of the 
_ Revised EI SHE RS of Ontario, 1990. , 


2. A: packaging: audit required ‘under: this “Regulation shall 
include examinations OF : 


ay the type and amount of the "packaging; 


ae the eetent! to which: ‘the. packaging consists Ay: 
reused or recycled materials; 


(c) the management decisions eed ove tes that eelare 
Ary of & packaging. including decisions and policies that 
relate to product design that affect Packhedengy, 


(a) the reusability and recyclability of. the packaging 
after use; and — 


(e) the impacts of packaging that becca Tunute. 
including the final destination. of the packaging 
after use. A 


3--(1).A backeoing: reduction werkuglar: required under thi 
Regulation shall. ene kude to the. extent She is eee Ona) Ss 


° a | plans, 1 


(ajc to -reducestne amount of packaging used; 


(b) to increase the extent to which packaging consists 
of .reused' or recycled materials; : 


(CC) BcO increase. the reusability and recyclability of 
‘the. packaging after use;. and © 


(ay to reduce. the ae ohe Bae that becomes 
' waste. : 


2 eres packaging réduction work plan required under Chis 
Regulation shall also set out who will implement each part of the 
plan, when each part will be “implemented and what the expected 
results axe. 


4.A Re reon who is acres under this Regulation to prepare 
a report of a packaging audit or a packaging reduction work plan . 
shall prepare it on a form provided by the Ra Ey. or in the 
same Agha Ne as such a form. 


75} A person who. peconee! subject.to an obligation under 
this Regulation to prepare a report of a packaging audit or a 
packaging reduction work plan shall do so within six months of. 
becoming subject to the’ obligation: 


(2) This section doce not apply with respect to ees 
reports or plans.. 


Site Ose person who is required to prepare a report, Offa->.% . 
packaging audit or a packaging reduction work plan shall submit 
to the Director, on request, the most: recent. report and plan 

within seven aoe of a PeROSTUes pedus Se sng them. 


PART II : 
LARGE FOOD OR BEVERAGE. MANUFACTURING ESTABLISHMENTS 


7.-(1) This Part. applies to the owner of an establishment 
that manufactures packaged food or Devetage products. 


(2) This Part applies. in respect of sites wheré Peres are at. 
least 100 full-time employees or the equivalent in part-time 
employees or a combination of both full- time and haar time 
employees. 


eH) This Part continues to apply in respect of a site for 
the two years following the last calendar year in which, at any 
time at the site, there were at least 100 full-time employees or 
the equivalent in part-time employees or a combination. Oe both 
full-time and part-time employees. 


8.-(1)* The owner shall conduct a packaging audit covering 
the packaging of the products manufactured at the site. 


(2) After conducting the packaging audit the owner shall 
prepare a written report of the audit. 


(3) Within every two year period after the conducting of the 
initial packaging audit the owner shall pore the audit and 
prepare an updated written report. 


9.-(1) The owner shall prepare a written packaging reduction 


work plan, based on the packaging audit, relating to the 


packaging of the products manufactured at the site. 


¢2) 4 Within every two year period after the conducting of the 


initial packaging reduction work plan the owner shall prepare an 


updated written plan. 


10. ETE) Ate the manufacturer manufactures, under a licence or 
other contractual arrangement with the person controlling a brand 


name, a product identified by the brand name, the manufacturer 


shall, in preparing the packaging reduction work plan, seek the 
co-operation of the person in relation to the matters set out in 
subsection 3(1). 


(2).The packaging reduction work plan shall set out, 


(a) the names of the persons from whom the manufacturer 
sought co-operation as required under subsection. 
3 and 


(b) a ‘description of the co- ppeeatdon the manufacturer 
obtained from each person. 


11. The owner shall implement the packaging reduction work 
plan as updated. 


12. The packaging reduction work plan shall include measures 
for communicating the plan to the owner’s employees who work at 
the site and, as a minimum, those measures shall require, 


(a) that the plan or a summary be posted in places 
where most employees will see it; and 


(b) if a summary is posted, that any employee who 
requests to look at the plan be allowed to do so. 


PART) IIL 
PAPER MANUFACTURING ESTABLISHMENTS 


13.-(1) This Part applies to the owner of an establishment 
that manufactures packaged products made primarily of paper or 
wood fibre including i Sereehee: paper but not including printed 
materials. 


(2) This Part applies in respect of sites where there are at 
least 100 full-time employees or the equivalent in part-time 
employees or a combination of both full-time and part-time 
employees. 


(3) This Part continues to apply in respect of a site for 
the two years following the last calendar year in which, at any 
time at the site, there were at least 100 full-time employees or 
the equivalent in part-time employees ora fete Bese nets of both 
full-time and part-time employees. 


14.-(1) The owner shall conduct a packaging audit covering 
the packaging of the products manufactured at! ‘the -site: 


(2) After conducting the packaging audit the owner shall 
prepare a written report of the audit. 


(3) Within every two year period after the conducting of the 
initial packaging audit the owner shall update the audit and 
prepare an updated written report. 


15.-(1) The owner shall prepare a written packaging 
reduction work plan, based on the packaging audit, relating to. 
the packaging of the products manufactured at the site. 


(2) Within every two year period after the conducting of the 
initial packaging reduction work plan the owner shall prepare an 
updated written plan. 


6.-(1) If the manufacturer manufactures, under a licence or 
other’ contractual arrangement with the person controlling a brand 
name, a product identified by the brand name, the manufacturer 
shall, in preparing the packaging reduction work plan, seek the 
co-operation of the person in=relation to the matters set out in 
subsection 3(1). 


(2) The packaging reduction work plan shall set out, 
(a) the names of the persons from whom the manufacturer 


sought co-operation as required under subsection 
(1); and. 


. a) 
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°(b) a feecainneon of the co- operation 1 the menuencbure: | 
obtained from each Pereon s 


| ‘47. “The owner shall implement | the packaging, reduction work . 
plan as updated. 


18. The packaging reduction work plan shall include measures 
for communicating the plan to the owner’s employees who work at 
the site and, asa minimum, ee measures shall Sian 


ep the plan ora summary be posted in places < 
. where most employees | will see it; and 


-(b) if a summary is posted, that any employee who | 
lees EO. look at oS ea be lees githiay tO do SO. 


PART IV 
_CHEMICAL MANUFACTURING ESTABLISHMENTS! 


See rk ‘This Part apes to the owner of an Gee abi enrene 
that manufactures packaged chemical Ga including pechesed 
oe 


Sache (2): This. Part applies in respect of sites ieee there are at 
least 100 full- time employees or the equivalent in part: time 
employees Ona combination Of: both ful t- time and :part- time. 
employees. mi vate 


(3) This Part - -continues to sneer in respect: of a site for ee 
the two- years following the last calendar year in which, at any. 
time at the- site, there were at least 100 full-time employees or 
-. the equivalent in part-time employees on a combination of both - 

full- RS and . part-time ELSE oe heal : ; 


-203- (2) The | owner ‘shall: ‘conduct. a packaging audit covering 
the packaging of the ‘products esis ae. the site. 


: (2) ‘After. conducting the: pene aane audit the owner shall - 
peg er a written TEDOEE ce ‘Ehe audit. : 


Sy 3h Within every two year period after the Ponener ine ant the 
_ initial ‘packaging audit the owner shall update the uae and 
Peeper e an padauce. written report... 


ate 2%) The owner shall- prepare ae written packaging 
reduction work plan, based on the packaging audit, relating to 
the. packagsng OT the products manufactured at the. site. 
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(2) Within every two year. period after the conducting of the 
-initial packaging reduction work plan the owner . sens prepare an 
WSEAS, written plan. 


eters hs If the manufacturer manufactures, under a licence or 
other contractual arrangement with the person controlling a brand 
name, a product identified by the brand name, the manufacturer 
shall, in preparing the packaging reduction work plan, seek the 
co-operation of the Peer in Fee to the matters set out Abel 
subsection 3 (1 ee 


.(2) The packaging reduction work plan shall set out, 


(a) the names of the persons from whom the manufacturer 
sought co-operation as required under subsection | 
aero Xokatel 


10) 2a. description of the co- operation the manufacturer 
obtained ese each person. 


23. The owner shall seen ae the packaging reduction work 
ara as updated. 


24. The packaging Peauetion work ee shall include measures 
for communicating the plan to the owner’s employees who work at- 
the site and, asa aceasta ietelel ts measures shall require, 


(a) that the plan or a summary be posted in places 
WRSIe: most employees will see it; and 


“a(D) if a summary is posted, ‘that any employee ane 
- requests to look at. the plan be allowed to do so. 


PART V 
IMPORTERS 


25.-(1) This Part applies to a person who imports a category 
of packaged products set out in subsection (2) into Ontario and. 
sells the products in Ontario if the cost, to the person, of such 
products sold in the previous calendar oa was at least 
S20) 000, rege ' 


(2) The ‘Categories of packaged products See to in 
subsection. (1) are the Sol ONE. 


eles Packaged food oe NCEE products. 
Oia Packaged products made primarily of paper or nocd 


fibre including packaged paper but not including 
printed materials. 


.. 
‘ ) 


e 


a Packaged chemical products including packaged ~ 
chemicals. 


(3) This Part continues to apply in respect of an importer 
for the three years following the last calendar year in which the 
cost of the products referred to in subsection (1) was at least 
$20,000,000. . 


(4). In this Part, "importer" means a person described in 
subsection (1). . 


-26.-(1) The importer shall conduct a packaging audit 
covering the packaging of the products referred to in subsection 
25: (1) Sehat are ise eS and sold by the importer. 


(2) After conducting the packaging audit the ee shall 


prepare a written report of the audit. 


(3) Within every two year period after the ona eins of the 


initial packaging audit the importer shall Meee the audit and 


prepare an updated written report. 


22.241): The importer shall prepare a written packaging 
reduction work plan, based on the packaging audit, relating to 
the packaging of the products in the categories referred EOgin 
subsection (1) imported arid sold by the importer. 


(2) Within every two year period after the conducting of the 
initial packaging reduction work plan the importer shall prepare 
an updated written. Ge. 


38.11) In preparing the aaa reduction work plan the 
importer shall, 


(a) consider changing the importer’s “buying policies; 
and 


(b) seek. the co-operation, in relation to the matters 
set out in subsection 3(1), of the persons from 
whom the importer buys products. 


(2) qrhe packaging reduction work pian shall set out, 
(a) the names of the persons ‘from whom the importer 
sought co-operation as required under subsection 
(1); and 


(b) a description of the co-operation the importer 
obtained from each [each 


295, [he importer shall implement the packaging reduction 
work Ree as updated. ae 
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30. The packaging reduction work plan shall include measures 
for communicating the plan to the importer’s employees and, as a 
minimum, those measures shall require, 


(a) that the plan or a summary be posted in places 
where most employees will see it; and 


(b) if a summary is posted, that any employee who 
requests to look at the plan be allowed to do so. 


| ae i 
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-REGULATION. TO. AMEND 
REGULATION 347 OF THE REVISED. REGULATIONS OF ONTARIO, 1990 
: MADE UNDER THE | 
“ENVIRONMENTAL PROTECTION ae 


-1.-(12) The Qerinitione of "municipal waste management 
system", "private waste. management | system" and "recyclable 


material". in. séction 1 of ‘Regulation 347 of Revised. Regulation of 
Ontario, 1990 are. revoked . DH ah eae . 


(2) The definition of "waste generation facility" in section 


Bet of the Regulation is amended by striking out "subject — waste" in 
the last’ line he substituting "waste". 


2. Paragraph 4 of geceione? of the Regulation, ‘as remade by 
section 2 of Ontario Regulation 555/92, is revoked and the 


following substituted: 


4, ‘Material that conSlete: Bel ely of waste. from one or 
more of the categories set out in Schedule 1.or 2 
‘Of. Ontario Regutation 0/93, and Epa, either, 


142 has been separated from iceher kinds of 
waste at the source of the material, or 


ii. comes from a waste disposal. site... 


3.-(1) Dacacrapn 7 of . eeorion 3 of Mage Regulation is revoked 


and the following substituted: 


a Material set out ‘in subsection (2). 


(2) Section 3 of the Regulation is _ amended 1 by adding the Goer 
_ following subsection: 


5 (239 The material retarted to in “paragraph | 7 ee subsection a 
(2) is any of the following: 


1. Municipal eaece hazardous waste or liquid 
industrial waste, other than used or shredded Ore: 
chipped tires, transferred by a generator Lor: 

direct transportation iLO. site, 


a2 


i. to be wholly Weed) at the site in an ongoing 
agricultural, commercial, manufacturing or 
industrial process or operation used 
principally for functions other than waste 
management if the process or ‘operation does 
not involve combustion or land application - 
of the waste, . 


ii... to be promptly eaceaced for retail sale to 
‘- - meet a realistic market demand, or 


44 to be offered for rétail sale to theet a 
realistic market demand. 


2. Municipal waste, consisting solely of waste froma . 
. Single category of waste set out in Schedule 1 or 2° 

of Ontario Regulation -../93, transferred -by a 
generator for direct «transportation; Co; <4 *y. 


i. a waste disposal site\that, but for the.=.: 
exemption in section 5 of Ontario 
Regulation .../93, would be a municipal. 
waste recycling site to which Part IV of | 
that Regulation applies and that is located. 
at a manufacturing establishment that uses 
all the SUN I other than residues, of the 
site, or uh Uae ee Bt 


ns ee 4 ee use at the site in an ongoing 
agricultural, commercial, manufacturing or 
industrial process or operation used 
principally for functions other than waste 
Management if the process or operation does 
. not involve combustion or land application 
Ni OL the waste. 


4. ideeeion 4 of the Regulation, as amended by pection 3 of 
Ontario Regulation 555/92, is povokeds 


ey seetlen 7 of the Regulation te revoked. 


6. ‘Subsection 8 (2) of the Reguiation is amended by striking 
out "subject waste" in the last two. cate and rip alates 
"waste". . 


ae Subsection 18 (1) of the Regulation is. revoked and the 
following substituted: 


(1). Every generator who. operates a waste See facility 
that is involved in the production, collection, handling or 
Storage of subject waste shall submit an initial Generator 
Registration Report in Form 2 to the-Director in respect of the 


waste generation facility and each subject waste the generator 
produces, collects, handles or stores or is likely to produce, 


collect, handle or store. 
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ACCOPRESS™ <> 


YELLOW . 25070 JAUNE 
*BLACK 25071 NOIR* 
*BLUE 25072 BLEU* 
RL.BLUE 25073 RL. BLEU 
*GREY 25074 GRIS* 
GREEN = 25075 VERT 
RUST 25078 ROUILLE 
EXRED 25079 ROUGE 
ACCO CANADA INC. 
WILLOWDALE, ONTARIO 
* INDICATES *SIGNIFIE 75 % 
75% RECYCLED FIBRES RECYCLEES, 
25% POST- &) 25 % DECHETS DE 
CONSUMER FIBRE CONSOMMATION 
BALANCE OF PRODUCTS AUTRES PRODUITS: 


25% RECYCLED 25% FIBRES RECYCLEES 


